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14 January 1972 


MEMORANDUM FOR THE RECORD 
SUBJECT: NPIC Records Meeting 
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2. According to present projections, it is expected that 
NPIC will add 600 cubic feet per year of film to the Agency Records 
storage problem. At the present time all of the original film is 
considered permanent records; some 3,600 cubic feet of this type 
film is now held in the archives collection at the Archives and 
Records Center. In addition, 1,600 feet of film between 3 and 5 


years old is now being held in| 


Relevant to this. 


April 1971 at a meeting between NPIC personnel and 
it was agreed that NPIC would retain original film for a period of 
5 years before transferring it to the Records Center in lieu of the 
3 year retention previously employed. It is evident from the remarks 
that NPIC feels it has virtually exhausted its space 
It is possible however, that there is still some 
expansion capability for film in the moveable shelving installed in 



3. Among other options discussed to possibly provide a solu- 
tion for this storage problem was the construction of a new building 
to house NPIC and IAS. We learned f ron^^^^^^^ ^^^B(and this was 
supported by earlier telephone conversation with that 

the budgeting for a new NPIC building was struck from the 1973 budget, 
therefore, the earliest that A&E could be initiated would be FY 1974 
and completion of the building could not be expected sooner than 1980. 
Thus, whether space is provided in the new NPIC building or not, that 
solution is no cure for the more immediate accumulation of film. 
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4. Optimally, NPIC would prefer that we assure them that 
their film can be accommodated satisfactorily in the Agency Records 
Center. We made it clear that deposits of film in the Records Center 
would be counted against the 1000 foot volume growth limitat ion which 
is applied on a directorate basis, i.e., DDI. agreed to 

examine plans of other DDI offices to determinetheprobable amount of 
records retirements from the DDI, thus possibly providing some immediate 
relief for NPIC film retirement. 



OfpppT 

v)Lu •. L_ i 


Approved For Release 2001/11/01 : CIA-RDP78-00433A0001 0007001 5-9 


25X1A 


25X1A 



